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AGENCY CASE NO. 512021716 
LAB CASE NO* 1605119 
REQUEST NO, 0001 

SUPPLEMENTAL REPORT 


REFERENCE: 


LABORATORY SECTION: 


- Victim 

Jerry B. Swafford * Suspect 
Sexual Assault - 10/16/2016 


Toxicology 


EVIDENCE RECEIVED - The lowing exhibits were received at the laboratory on 

10/19/2016 via Evidence Locker and placed into secure storage: 

Item # 02.001 (T16-1125): One unsealed gray top tube 
containing blood 

Item # 02.002 (T16-1125): One unsealed gray top tube 
containing blood 

Item # 02.003 (T 16*1125): One sealed plastic jar containing 
urine 


EVIDENCE DISPOSITION: 


To be returned. 


EXAMINATION PERFORMED: Toxicology Drug Analysis 

METHODOLOGY: Preliminary' Drug Screening was performed by High Performance 

Liquid Chromatography /Tandem Mass Spectrometry (LC-MS/MS) 
for compounds in Panel L Panel 2 t the Negative 2 Panel and the 
THC/metabolite Panel. 

RESULTS AND OPINIONS: 

Based on thresholds established by the WVSP Toxicology Laboratory, screening of Item #02.001 did not reveal 
any positive tmdings of toxicological significance on any of the compouunds found on the WVSP Toxicology 
Drug Panel - therefore, no further testing was conducted. Please refer to the attached WVSP Toxicology Drug 
Panel for a current list of compounds and reporting limits. 

Items # 02.002 and #02.003 were not analyzed, 


lilts examination bos been made with the undtrsttitidittg that the evident? is connected \rith an official investigation and that the Laboratory Report witt be used far official 
proposes only. 'Out Lafauxtloty Report shall mu be reproduced, except in fall, without the. written approval of the West Vu-gima State Police Forensic Laboratory. 
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AGENCY ^ASENO. 512021716 
LAB CASE NO. 1605119 
REQUEST NO. 0001 
SUPPLEMENTAL REPORT 


Authorized by: 


/O - 



c ^ f 

Erin E. Feazell 
Forensic Analyst 

Enclosure (WVSP Form 53) 

Attachment (WVSP Toxicology Drug Panel - 2 pages) 
Reviewed by Austi Roush. 


Ckil 


This examination has been made with the understanding that the evidence is connected with an official investigation and that the Laboratory Report will be used for official 
purposes only. The Lahoraloiy Report shall not be reproduced, except in full, without the written approval of the West Vuginia State Police Forensic Laboratoiy. 


WVSP TOXICOLOGY DRUG PANEL 


A negative reporting statement signifies that either no compounds were detected in the specimen or that the 
Limit of Detection/Limit of Quantitation reporting threshold was not met. 



Pi-Panel 1 

P2-Panel 2 

N2- Negative 2 Panel 
T-THC/Metabolite Panel 

Compound 

Screen Limit 

of Detection 
(ng/ml) 

Limit of 

Quantitation 

(ng/ml) 

1 

pi 

2-hydroxyethylflurazepam 

5 

5 

2 

pi 

6-MAM 

0 5 

0.5 

3 

pi 

7-aminoclonazepam 

5 

5 

4 

pi 

7-aminonitrazepam 

5 

5 

5 

pi 

Acetyl Fentanyl 

0.5 

0.5 

6 

pi 

Acetyl Norfentanyl 

0.5 

0.5 

7 

pi 

Alprazolam 

5 

5 

8 

pi 

Amphetamine 

5 

5 

9 

pi 

Benzoylecqonine 

5 

5 

10 

pi 

Buprenorphine 

0.5 

1 

11 

pi 

Carisoprodol 

200 

200 

12 

pi 

Clonazepam 

5 

5 

13 

pi 

Cocaine 

5 

5 

14 

pi 

Codeine 

5 

5 

15 

pi 

Cyclobenzaprine 

5 

5 

16 

pi 

Dextromethorphan 

5 

5 

17 

pi 

Dextrorphan 

5 

5 

18 

pi 

Diazepam 

5 

5 

19 

pi 

Dihydrocodeine 

5 

5 

20 

pi 

EDDP 

5 

5 

21 

pi 

Fentanyl 

0.5 

0.5 

22 

pi 

Flunitrazepam 

5 

5 

23 

pi 

Flurazepam 

5 

5 

24 

pi 

Hydrocodone 

5 

5 

25 

pi 

Hydromorphone 

5 

5 

26 

pi 

Lorazepam 

5 

5 

27 

pi 

3,4-Methylenedioxyamphetamine (MDA) 

5 

5 

28 

pi 

3,4-Methylenedioxy-N-ethylamphetamine (MDEA) 

5 

5 

29 

pi 

3,4-Methylenedioxymethamphetamine (MDMA) 

5 

5 

30 

pi 

Meprobamate 

200 

200 

31 

pi 

Methadone 

5 

5 

32 

pi 

Methamphetamine 

5 

5 

33 

pi 

Midazolam 

5 

5 

34 

pi 

Morphine 

5 

5 

35 

pi 

Nitrazepam 

5 

5 

36 

pi 

Norbuprenorphine 

0.5 

0.5 

37 

pi 

Nordiazepam 

5 

5 

38 

pi 

Norfentanyl 

0.5 

0.5 

39 

pi 

O-desmethyl-tramadol 

5 

5 

40 

pi 

Oxazepam 

10 

10 

41 

pi 

Oxycodone 

5 

5 

42 

pi 

Oxymorphone 

5 

5 

43 

pi 

Phenazepam 

5 

5 

44 

P1 

Phencyclidine 

5 

5 
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WVSP TOXICOLOGY DRUG PANEL 



Pi-Panel 1 

P2-Panel 2 

N2- Negative 2 Panel 
T-THC/Metabolite Panel 

Compound 

Screen Limit 

of Detection 
(ng/ml) 

Limit of 

Quantitation 

(ng/ml) 

45 

pi 

Phentermine 

5 

5 

46 

pi 

Sufentanil 

0.5 

0.5 

47 

pi 

Tapentadol 

5 

5 

48 

pi 

Temazepam 

5 

5 

49 

pi 

Tramadol 

5 

5 

50 

pi 

Zaleplon 

5 

5 

51 

pi 

Zolpidem 

5 

5 

52 

pi 

Zopiclone 

5 

5 

53 

pi 

a-hydroxyalprazolam 

5 

5 

54 

P2 

7-aminoflunitrazepam 

5 

5 

55 

P2 

Bupropion 

5 

5 

56 

P2 

Carbamazepine 

5 

5 

57 

P2 

Chlordiazepoxide 

5 

5 

58 

P2 

Citalopram 

5 

5 

59 

P2 

Desalkylflurazepam 

5 

5 

60 

P2 

Desmethyldoxepin 

5 

5 

61 

P2 

Desmethylmirtazapine 

5 

5 

62 

P2 

Diphenhydramine 

5 

5 

63 

P2 

Doxepin 

5 

5 

64 

P2 

Doxylamine 

5 

5 

65 

P2 

Estazolam 

5 

5 

66 

P2 

Etizolam 

5 

5 

67 

P2 

Fluoxetine 

5 

5 

68 

P2 

Ketamine 

5 

5 

69 

P2 

Meperidine 

5 

5 

70 

P2 

Methylphenidate 

5 

5 

71 

P2 

Mirtazapine 

5 

5 

72 

P2 

Norephedrine 

5 

5 

73 

P2 

Norfluoxetine 

5 

5 

74 

P2 

Norketamine 

5 

5 

75 

P2 

Normeperidine 

5 

5 

76 

P2 

Pentazocine 

5 

5 

77 

P2 

Promethazine 

5 

5 

78 

P2 

Pseudoephedrine 

5 

5 

79 

P2 

Quetiapine 

5 

5 

80 

P2 

Sertraline 

5 

5 

81 

P2 

Trazodone 

5 

5 

82 

P2 

Venlafaxine 

5 

5 

83 

N2 

Butabarbital 

200 

200 

84 

N2 

Butalbital 

200 

200 

85 

N2 

Pentobarbital 

200 

200 

86 

N2 

Phenobarbital 

200 

200 

87 

N2 

Secobarbital 

200 

200 

88 

T 

Delta-9 Tetrahydrocannabinol (THC) 

1 

1 

89 

T 

Delta-9 Carboxy THC (THC-COOH) 

5 

5 

90 

T 

11-Hydroxy Delta-9 THC (THC-OH) 

1 

1 
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AGENCY CASE NO. 512021716 
LAB CASE NO. 1605119 
REQUEST NO. T! 6-II25 


REFERENCE: 



Victim 


Jerry EL Swafford - Suspect 
Sexual Assault - 10/16/2016 


LABORATORY SECTION: Toxicology 


EVIDENCE RECEIVED: The following exhibits were received at the laboratory on 

10/19/2016 via Evidence Locker and placed into secure storage: 

Item # 02,001: One unsealed gray top tube containing blood 
Item # 02.002: One unsealed gray top tube containing blood 
Item # 02.003: One sealed plastic jar containing urine 


EVIDENCE DISPOSITION: 


To be retained for Toxicology Drug Analysis. 


EXAMINATION PERFORMED: Blood AIcohol/Volatiles Analysis 

METHODOLOGY: Ethanol/Volatile testing was performed using Headspace Gas 

Chromatography, 

RESULTS AND OPINIONS: 

Item # 02.001 contained 0.031 ± 0.001 (k=2* 95% Confidence Interval) % Blood Alcohol by Weight. 

Item # 02.002 was not analyzed. 

Item # 02.003 was not analyzed. 

Toxicology Drug Analysis results w ill be the subject of a separate report. 

Authorized by: 

Erin E, Spearen 
Forensic Analyst 


Enclosure (V/VSP Form 53) 


This furs beer matte with tfte understanding that the evidence Is connected with an official tnvesitgatwn and that the tobornfwry Report wifi be used far affinal 

purposes only, 1 he Laboratory- Report shall not he reproduced, except in foil, without the written approval of tfte W^-vr Virginia Slate Police Forensic laboratory. 
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LAB CASE NO. 1605119 
REQUEST NO. T16-1125 


Reviewed by Austi Roush. 

osl 


This examination has been made with the understanding that the evidence is connected with an official investigation and that the Laboratory Report will be used for official 
purposes only. The Laboratory Report shall not be reproduced, except in full, without the written approval of the West Virginia Stale Police Forensic laboratory. 


